TRINITY  PARISH  CHUR 


Trinity  Parish  Church,  the  oldest  Episc^tJal 
Church  in  Florida.  Stands  on  the  site  ^Vf 
English  Mission  Church.  Built  in  1825,  Tower 
and  North  Transept  only  parts  of  original 
Church  now  remaining.  Entirely  remodeled 
in  1902.    Rector  R,ev.  L.  Fitz- James  Hindry. 


% 

0 


7 


Address 


: i 


j2 


